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UNCLASSIFIED 

PAGE 01 DAKAR 00557 011416Z 
47 

ACTION 10-14 

INFO OCT-01 AF-10 ISO-OO EB-11 SCI-06 COME-OO INT-08 FEA-02 

TRSE-00 OMB -01 DRC-01 /054W 

035385 

R010900Z JAN 74 
FM AMEMBASSY DAKAR 
TO SECSTATE WASHDC 5711 
INFO USMISSION GENEVA 

UNCLAS DAKAR 0557 

EO 11652: NA 
TAGS: WMO, SG 
SUB J : PROJECT GATE 

REF: DODD/BARNEY TELCON, JAN 29, 1974 

DEPT PASS NOAA FOR BARNEY 

1. NANSOUR SECK, SENEGAL GATE COORDINATOR, REPEATED EARLIER 
ASSURANCES TODAY THAT GOS CAN GUARANTEE ADEQUATE FUEL SUPPLY 
FOR GATE OPERATIONS. ON PRICE, SECK, REFERRING TO FAILURE OF 
AFRICAN MINISTERS TO GET ANY BREAK ON PRICE OF CRUDE FROM ARAB 
PRODUCERS AT RECENT CAIRO MEETING, OFFERED NO HELP. IN ANY 
EVENT, AVJET AND GAS-OIL MARINE PRICES DAKAR ARE SET BY OIL 
COMPANIES AND ARE INDEPENDENT OF GOS PRICE CONTROL, AND ARE 
DELIVERED HERE FREE OF DUTY AND TAXES. LOCAL OIL COMPANIES 
REMAIN UNWILLING TO ESTIMATE PRICE THESE PRODUCTS AT 

TIME OF GATE EXPERIMENT. 

2. SECK BELIEVES EARLY LETTER FROM NOAA TO GOS TRANSPORT 

MIN DIARAF DIOUF EXPRESSING NOAA CONCERN ABOUT ADEQUATE SUPPLIES 
FOR GATE WOULD BE HELPFUL. TRANSPORT MIN WOULD, ACCORDING TO SECK, 
THEN 

PROCEED TO OBTAIN CABINET APPROVAL FOR FORMAL ASSURANCE ADO- 
QUATE SUPPLY FOR GATE. NOAA MIGHT WISH CONFIRM THIS DIRECTLY 
WITH SECK BEFORE SENDING LETTER. 

AGGREY 

UNCLASSIFIED 

UNCLASSIFIED 
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Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
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Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974DAKAR00557 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: DAKAR 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 97401 67/aaaacloc. tel 

Line Count: 60 
Locator: TEXT ON-LINE 
Office: ACTION 10 
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Original Previous Classification: n/a 
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Page Count: 2 
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Reference: DODD/BARNEY TELCON, JAN 29, 1974 

Review Action: RELEASED, APPROVED 
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